To:  Knabel,  Jessica[Knabel.Jessica@epa.gov] 

From:  Loesel,  Matthew 

Sent:  Tue  8/11/2015  4:59:11  PM 

Subject:  FW:  RA  updates  - Water  Team 


Matt  Loesel 

R6  Planning  Section  Chief 
US  EPA  - Region  6 
817-271-4586 


From:  McCoy,  Melinda 

Sent:  Tuesday,  August  1 1,  2015  1 1:59  AM 

To:  Loesel,  Matthew 

Cc:  Restivo,  Angela;  Snyder,  Shannon;  Ngo,  Kim 
Subject:  RA  updates  - Water  Team 


Water  Team  Bullets  for  RA  Updates 


Private  Drinking  Water  Well  Sampling  - 

•□□□□□□□□  Seven  teams  are  headed  out  today  to  do  private  well  sampling.  Each  team  includes 
NMED  and  Start  personnel. 

•CiniZIID  We  have  an  additional  EPA  person  in  the  field  (Damon  McElroy),  and  are  working 
to  deploy  others.  Damon  will  serve  as  Jenna’s  replacement  when  she  leaves  tomorrow.  Today  he 
will  accompany  one  of  the  sampling  teams. 

•□□□□□□□□  Sampling  is  being  conducted  at  private  wells  that  meet  the  criteria  (500  ft  distance 
from  river  and  wells  shallower  than  100  ft  depth). 

• IIIILLD  Private  well  sampling  parameters  limited  to:  Heavy  Metals,  pH,  and  conductivity. 
No  coliforms. 
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Water  Systems 


•□□□□□□□□  REOC  is  also  currently  updating  the  Public  Water  System  table  to  include  more 
specific  connection  information  for  the  8 systems  (which  systems  are  connected  to  other 
systems). 


Irrigation  and  Water  Supply  Needs 

•□□□□□□□□  An  EPA  staff  person  (Mark  McCasland)  is  coordinating  with  San  Juan  County  to 
assess  irrigation  and  livestock  water  supply  needs. 

•□□□□□□□□  San  Juan  County  is  continuing  to  provide  water  using  fire  trucks  to  support 
livestock  watering  needs. 

•□□□□□□□□  San  Juan  County  is  also  working  to  provide  water  for  irrigation  needs.  They  will 
have  10  water  hauling  trucks  (5000  gallon  capacity  each)  by  today  to  address  irrigation  watering 
needs.  They  are  also  determining  an  appropriate  staging  area  for  the  trucks  to  load  up. 

•□□□□□□□□  However,  more  water  hauling  trucks  are  needed. 


Melinda  McCoy,  Environmental  Scientist 
Water  Quality  Standards  Program 
USEPA  Region  6 (6WQ-EW) 

1445  Ross  Ave.,  Ste.  1200 
Dallas,  TX  75202 


214-665-8055  (phone) 
214-665-6689  (fax) 
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mccov.melinda@epa.gov 
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